Work Order: 
roe ee ee | 

Description: Base Plate, OEM, LH Part Number: 
fe U 


Inspection Dwg: 


Drawing 
Tolerance 
Dimension 
@0.177 +0.005/-0.001 
@0.625 +0.003/-0.001 
0.320 +/-0.010 


DART AEROSPACE LTD 
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Actual 


Dimension 


Method of 
Inspection 


Accept | Reject Comments 


1.000 +/-0.010 
1.481 +/-0.010 
2.044 +/-0.010 
2.100 +/-0.010 
2.900 +/-0.010 
4.520 +/-0.010 
4.590 


4.800 +/-0.010 
4.905 +/-0.010 


5.470 +/-0.010 
6.220 +/-0.010 
6.500 +/-0.010 


| 
AN 


7050 | wooo | Sid 
ro rooted 
0260 [rooted 
1.160 
1.173 


1.769 +/-0.010 
1.450 +/-0.010 
2.050 +/-0.010 
2.094 +/-0.010 
+/-0.010 
+/-0.010 


+/-0.010 
+/-0.010 


H 
HH 


+/-0.030 
+/-0.010 


Measured by: | Audited by: Preliminary Approval: 
Date: | Date: | Date: 
[Rev | Date | e i 
12.05.15 
| B_]| 13.02.27 | Dimension revised per Dwg Rev B 
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